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1. CAMERA CONTROL SYSTEM FOR((ISSIONp 102}) AND UP HAVE BEEN MODIFIED 


TO PROVIDE CAMERA EMERGENCY CONTROL. PROGRAM ONE HAS BEEN SO MODIFIED 
80 AS TO BY-PASS THE INTER-MIX AND STEREO-MONO COMMAND SELECT FOSITIONS. 
THIS MODIFICATION WILL AFFECT THE FLEXIBILITY OF PROGRAM ONE AS FOLLOWS: 
A. OPERATIONS IN PROGRAM ONE CANNOT BE INTERMIXED FOR PASS 
SELECTION WITHIN A BUNDLE. 
B. ALL OPERATIONS IN PROGRAM ONE WILL BE IN STEREO MODE. MODE 
TEN OPERATIONS CANNOT BR CONDUCTED WITHIN THIE PROGRAM. 
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2. PROGRAM ONE IS AN EMERGENCY/PROGRAM AND THE ABOVE RESTRICTIONS MUST 
RE CONSIDERED WHEN SELECTING THIS PROGRAM. 


END OF MESSAGE 
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